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SUBJECT: MAJOR PROJECT: PREQUALIFICATION OF SUPPLIERS OF 
EQUIPMENT FOR CENTROMIN'S WASTE MINE WATER 
PROJECT 

REF: A. 75 LIMA A-93; B. 76 LIMA 3755 

1 . AS REPORTED IN REF (A) AND (B), CENTROMIN-PERU WILL BUILD 

A TREATMENT PLANT FOR WASTE MINE WATER AT ITS CERRO DE PASCO 
OPERATION, LOCATED IN CENTRAL PERU, AT 4,300 METERS ABOVE SEA 
LEVEL. 

PLANT IS TO OBTAIN ABOUT 540 TONS OF REFINED COPPER (IN 
CATHODE FORM) PER MONTH FROM LEACHING SOLUTIONS AND 
WASTE MINE WATER SUPPLEMENTED BY ELECTROWINNING 
PROCESS. COPPER CONTENT OF THE WATER IS SAID TO BE 
1.10 GRAMS PER LITER. 

THE WHOLE PROJECT INCLUDES INSTALLATION OF AN EFFLUENTS 
NEUTRALIZATION PLANT AS WELL AS THE NECESSARY LIME 
PREPARATION FACILITIES. PROJECT INVOLVES SOME US$12 
MILLION INVESTMENT WHICH WILL BE PROVIDED BY WORLD 
BANK, INTER AMERICAN DEVELOPMENT BANK AND COFIDE (GOVERNMENT 
DEVELOPMENT FINANCE AGENCY). WORK IS TO BE COMPLETED BY 
MAY 1980. PROJECT FEASIBILITY STUDY WAS MADE BY HOLMES 
AND NARVER INC. OF ANAHEIM, CALIFORNIA. 

2. CENTROMIN SIGNED CONTRACT WITH HOLMES AND NARVER AND THE 
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LOCAL CONTRACTOR GRANA AND MONTERO S.A. FOR PROJECT 
MANAGEMENT, ENGINEERING, PURCHASING AND CONSTRUCTION 
SUPERVISORY SERVICES. 

3. IN CONNECTION WITH THE ABOVE PROJECT, CENTROMIN IS 
CALLING FOR INTERNATIONAL BIDS FOR PREQUALIFICATION OF 
SUPPLIERS OF FOLLOWING PACKAGES OF EQUIPMENT: 
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- STRUCTURAL STEEL SHEETS, TYPE 31 6L SS 

- CENTRIFUGAL PUMPS, TYPE 316 SS 

- CENTRIFUGAL PUMPS, WITH RUBBER COVERED INTERIORS 

- SAND FILTERS 

- MIXERSS/SHAKERS 

AIR COMPRESSORS 

- RECTIFIERS 

- POWER SUB-STATIONS AND TRANSFORMERS 

- POWER SWITCHING CONTROL CENTERS 

- ELECTRICAL MATERIALS 

- COPPER RODS 

- LEAD ANODES 

- CONVEYOR BELTS 

- CRUSHING EQUIPMENT 
UNCLASSIFIED 
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- STEEL PIPES AND TUBES, TYPE 316L SS 

4. ONLY SUPPLIERS WITH SOUND FINANCIAL STATUS, LONG-EXPERIENCE 
AND OFFERING TOP QUALITY PRODUCTS AND SERVICES WILL BE 
CONSIDERED IN THIS PREQUALIFICATON TENDER. 

INTERESTED FIRMS ARE TO PRESENT THEIR PREQUALIFICATION 
INFORMATION IN WRITING, CLEARLY INDICATING THE PACKAGE OR 
PACKAGES OF EQUIPMENT THEY ARE PREPARED TO OFFER. INTEREST 
MUST BE EXPRESSED BEFORE JUNE 15, 1977 AT THE FOLLOWING 
ADDRESS: 

HOLMES AND NARVER INC. 

400 EAST ORANGETHORPE AVENUE 
ANAHEIM, CALIFORNIA 92801 

ATT: WILLIAM AUTREY, PROJECT MANAGER 
MINE WATER TREATMENT PLANT 

5. THE MAJOR PROJECT DIVISION IS REQUESTED TO INFORM 
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SPECIALIZED AMERICAN FIRMS OF THIS TENDER. 

SPECIAL HANDLING RECOMMENDED. DEAN 

UNCLASSIFIED 

NNN 
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